Za WARRANTIES FOR NEW HOLLAND 
REMANUFACTURED PARTS 


New Holland offers a full selection of remanufactured parts for every machine, from the latest model to heritage equipment. What’s more, our 
remanufactured parts come with one of the best parts warranties in the industry, so you'll have solid peace-of-mind. Unlike most, our warranties cover 
parts and labor when installed at a New Holland dealership. 


ARRA PERIOD Pa abo Pa abo 


Remanufactured products not listed below 6 months Yes Yes Yes No 
REMAN ENGINES/COMPONENTS 

Replacement engines 24 months Yes Yes Yes No 
Long block engines 24 months Yes Yes Yes No 
Short block engines 12 months Yes Yes Yes No 
Cylinder heads 6 months Yes Yes Yes No 
Connecting rods 6 months Yes Yes Yes No 
Fuel injectors 12 months Yes Yes Yes No 
Turbochargers 12 months Yes Yes Yes No 
Fuel injection pumps 12 months Yes Yes Yes No 
REMAN DRIVELINE 

Clutches 12 months Yes Yes Yes No 
Axles 12 months Yes Yes Yes No 
Torque converters 12 months Yes Yes Yes No 
Power shuttles 12 months Yes Yes Yes No 
Power shifts 12 months Yes Yes Yes No 
Manual transmission 12 months Yes Yes Yes No 
REMAN GEARBOXES 

Wobble boxes 12 months Yes Yes Yes No 
Rotor drives 12 months Yes Yes Yes No 
REMAN ELECTRICAL 

Alternators 12 months Yes Yes Yes No 
Starters 12 months Yes Yes Yes No 
Generators 12 months Yes Yes Yes No 
All electronics 12 months Yes Yes Yes No 
REMAN HYDRAULICS 

Pumps 12 months Yes Yes Yes No 
Motors 12 months Yes Yes Yes No 
Cylinders 12 months Yes Yes Yes No 
MISCELLANEOUS 

A/C compressors 12 months Yes Yes Yes No 


